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MARINE  SANITATION  DEVICES 
Certifications  Granted 
The  purpose  of  this  document  is  to 
notify  interested  perscHis  that  the  Com¬ 
mandant,  U.S.  Coast  Guard,  has  certified 
the  design  of  certain  marine  sanitation 
devices  in  accordance  with  1 1S9.15  of 
the  U.S.  Coast  Guard  Marine  Banitatiou 


Device  RegulatitHis  (33  CFR,  Part  159) 
and  has  authorized  the  manufacturer  to 
label  the  devices  so  certified  in  accord¬ 
ance  with  the  provisions  of  33  CFR 
159.16. 

When  the  Coast  Guard  determines 
that  a  device  successfully  satisfies  the 
Design,  CMistruction  and  Testing  re¬ 
quirements  of  SubpaH  C  of  33  CFR  Part 
159,  the  manufacturer  is  authorized  by 
the  Coast  Guard  to  label  each  device  that 
he  manufactures  tliat  is  in  all  material 
respects  substantially  the  same  as  the 
test  device.  This  label  includes  the  certi¬ 
fication  number  assigned  to  the  device. 


The  roman  numeral  at  the  end  of  the 
certification  number  Identifies  the  type 
of  de^e  (I,  n  or  III)  as  defined  in  33 
CPR  159.3.  The  label  serves  as  the  pur¬ 
chaser’s  verification  of  the  certification 
on  siKh  devices.  Listed  below  are  the  cer¬ 
tifications  issued  as  of  18  July  1977. 

(8ec.  2.  M  SUt.  871  (33  USC  1322);  40  CFR 
1.48(1)  and  (m).) 

Dated:  September  14,  1977. 

H.  G.  Lyons, 

Captain.  U.S.  Coast  Guard. 
Acting  Chief,  Office  of  Mer- 
cant  Marine  Safety. 


MMUiB  SAMixanoM  wvicBS  cmiriiD  n  nt  o.s.  coast  ctuss  as  or  1977 


rUBSUANT  TO  THE  rROVISIOHS  OF  33  CFt  139.13 


MAHUFACniitEE 

DEVICE 

MODEL 

.  HUMBEE 

CEBTIPICATIOH 

MUMUB 

StSTM 

■EScamioH 

CAFACltt 

A/S  Atlas 

SaltorpvaJ  1S4 

DK-2730  Ballcrup 
Copenhaten 

Samrk 

Marine  Sanitation 
System 

AWWU 

Discharge 

AWUU 

Becirculatiag 

159.15/1028/im 

139.13/1028/2/111 

Large  vessel  physical/ 

chemical  pleats. 

1500  litera/hour 

1500  lltcrs/hour 

Baylor  Coapany 
r.  0.  Box  36314 

Houstoo,  Texas  77036 

Lykes  SMSD  14,  MO  1 

Lylaes  SHSD  14^900 

1 

139.15/1037/1/1 

Ceamlaetor / chlo r i na t or 

15,000  gpd 

Chryalac  Corporatlaa 

Space  Ueislon 

F.  0.  Box  29200 
llew  Orleans.  lA  70129 

Aqtta-Saas 

Model  A 

1  Model  A-S 

Model  A/B-1 

Model  A/B-2 

Model  B 

159'.15/1005/1/I1I 

139.13/1003/2/111 

159.15/1005/3/111 

159.15/1005/4/II1 

159.15/1005/5/111 

large  vmsacl  ell  flush 
racircalatias  ays tens 

140  uscs/day 

140  uses/day 

140  uses/day 

140  uscs/day 

140  usaa/day 

Citex-Castechnik 

Mashlnenbau 

2  Baaburg  71 

Fostfach  710424  ' 

Vest  Ceraany 

EDCO-CITEX 

CEAK  33/30 

159.15/1043/1/11 

Large  vessel  system, 
physical-chemical  with 

BOO  reduction 

500  liters/hour 

Clear  Uater,  Inc. 
division  of  LaMera 
Industries 

227  B.  Main  Street 
llalworth,  Wisconsin  SJlg'f 

Eanlrator., 

Marina  Oxidising 
toilets 

57  F5E 

57  F2E 

57  F9E 

57  F3E 

Sanihead  Model  #6 
Sanl-Systcm  600 

159.15/1015/1/111,. 

159.15/1015/2/111 

159.15/1015/3/111 

•159.13/1013/4/111 

159.15/1015/5/ni 

159.15/1015/6/X 

iaclaaratiag  | 

deslcea. 

Bmcircmietlmg  system 
add  am  for  marine 

Bmllata, 

large  veesil  physical/ 
ahamlcal  wlch  filtration 

12  persons 

12  parsons 

12  persons 

12  parsons 

4  gal.  (22  flushes 

750  gal/day  (25  par¬ 
sons) 
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MkUlB  lAMTATlOM  KVICBS  CUTiniD  R  m  V.t.  OUR  OUIB  U  OT  1977 
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Elec trod*  Corporation 
r.  0.  Bos  299 
Clardon.  Ohio  44024 


Firestone  Coated  Fabrics 
Co. 

Box  869 

Magnolia,  rkansas  71733 


Lectra/San 

Lectra/San 

Lectra/San 

Lectra/San 

Lectra/San 

Flex-n-Fite  Taidc 


159.15/1001/1/1 

159.15/1001/2/1 

159.15/1001/3/1 

159.15/1001/4/1 

159.15/1001/5/1 

159/15/1020/1/III 

159.15/1020/2/III 

159.15/1020/3/ra 

159.15/1020/4/111 


Snail  Teasel  physical/ 
chenlcal 


Snail  Teasel  flexlbla 
bolding  ,tank 


4  pcrsoas/day 
4  persons/dap 
4  persooa/dap 

4  persoos/day 
4  persons/day 

15  gal  capacity 
30  gal  capacity 
40  gal  capacity 
100  gal  capacity 


Fredriksstad  Nek  Verksted 
P.  0.  Box  96 
1601  Fredriksstad 
Norway 

Galley  Maid  Marine 
'Products 
P.  0.  Box  10417 
Blvlera  Beach.  FL  33404 


Fredriksstad  Sewaga 
Treatnent  Plant 


Delta  Marine  Read 


159.1S/1045/1/II 

1S9.1S/104S/2/1I 

159.15/1045/3/II 


159.15/1040/1/1 

159.15/1040/2/1 

159.15/1040/3/1 


Large  Tessel  aeioble 
ays  teas 


Snail  Tessel  physical/ 
chenlcal 


240  1/hr. 
390  1/hr. 

480  1/hr. 


2  persons/day 


General  Anerlcan  Kesaarch 
Division  of  GATX 
7449  Matches  Avenue 
Miles,  lllinoia  60640 


Karine  Sewage  SysCM 


159. 15/1012/ 1/nZ 
159.15/1012/2/t 


Snail  Teasel,  low  Toliae 
flush,  eraporatlTe  systea 
Large  Teasel  nacerator^ 
sterllltec 


25  person  capacity 

Systea  sized  accordlao 
to  need 
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MAHUFACTUUE 

mics 

MODEL 

MUMBSI 

CERTIFICATION 

NUMBER 

SYSTEM 

ORSCBIPTIOH 

CAFAUn 

Haaworthy  EnglneeritiE 

Super  Trident 

ST-2 

159.15/1023/1/11 

large  vessel  aerobic 

160  gal/day(20  persons) 

Fleet  Coiner 

ST-* 

159.15/1023/2/11 

1  plants. 

720  gal/<Uy(40  paraona) 

Foole  Dorset  BH17  -  7lA 

ST-6 

1  159.15/1023/3/11 

080  gal/day(60  persons) 

UNITED  KINGOOH 

ST-8 

159.15/1023/4/II 

1440  gal/day(80  persons) 

ST-10 

;  159.1S/1023/5/II 

SiAOO  gal/day(100  persona 

ST-IS 

159.15/1023/6/11 

2700  gal/day(150  persons! 

ST-20 

159.15/1023/7/11 

^^00  gal/day(200  paraonn 

Trident 

T-10 

159.1S/1023/8/II 

ISO  gal/day(10  peraona) 

T-20 

159.15/1023/9/II 

360  gal/day(20  persons) 

T-30  - 

159.15/1021/10/11 

540  gal/day(30  peraona) 

T-40 

159.15/1023/11/11 

720  gal/day(40  paraona) 

T-50 

159.15/1023/12/11 

900  gal/day(50  persons! 

T-60 

159.15/1023/11/11 

1080  gal/day(bO  paraona) 

T-75 

159.15/1021/14/11 

1350  gal/day(75  peraona) 

T-lOO 

159.15/1021/15/11 

1800  gal /day (100  paraom# 

RT-20 

159.15/1021/16/11 

360  gal/day(20  peraona) 

RT-40 

159.15/1021/17/11 

720  gal/day(40  paraona) 

RI-60 

159.15/1021/18/11 

1080  gal/day(60  peraona) 

Heishln  Engineering  end 

Cleardan 

PS-40 

159.15/1026/1/11 

Large  vessel  evaporative 

75  litera/hr. (40  peraoiad 

Equipment  COeo  Ltd* 

FS/CR-40 

159.15/1020/2/111 

syscen  with  rccirculstins 

7Slltcra/hr . (40  peraona) 

Post  #653 

PS/CR-80 

153.1S/1026/1/111 

■ode 

|l2S  liters/hi;(80  persons) 

1-2,  2-ChoM 

PS-80 

159.15/1026/4/II 

|l2S  liters/hE(80  persons) 

VAkanatsu-cho 

PS-40N 

159.15/1026/5/11 

1125  llters/hr.(40  persons) 

Nagata-KU 

PS-80N 

159.15/1026/0/11 

|l25  litcra/hi;(50  peraona) 

Kobe,  Japan 

MAUMt  SANITATION  DEVICES  CENTIFIEO  BY  THE  U.S.  COAST  CUaBD  AS  OF  1977 


rURSUANT  TO  HiE  PROVISIONS  OF  33  CFR  159.15 


MANUFACTURER 

DEVICE 

MODEL 

NUMBEB 

CERTIFICATION 

NUMBER 

SYSTEM 

DESCBirriOM 

CAFACITY 

Hyde  Products ,  Inc. 

810  Shsron  Drive 

Vestla)ic,  Ohio  44145 

Hyde  Shlplioard 

Sewage  Treatswnt 

1  Systea 

None  Assigned 

159.15/1019/1/11 

LgrRC  vessel,  aecondary 
plqrslcal/chealcal  plant. 

f  ' 

1  6000  gel/day 

International  Mater 

Saving  Systens,  Inc. 

F.  0.  Box  366 

587  Granite  St. 

Braintree,  MA  02184 

Nautroaatic 
lUSS  Systea  1000 

IWSS  Systea  lOOOA 

ISO 

1000 

lOOOA 

159.15/1009/1/1 

159.15/1009/2/1 

159.15/1009/3/1 

laall  vessel  phys'ical/ 
i  cheaical 

4  uaes/hr. 

4  persons 

4  persons  ^ 

Jered  Industries,  Inc. 
1300  S.  Coolidge  Rd. 
Biminghaa,  Ml 

Vacuua  Flush 

Sewage  Disposal 
Systea 

118-1 

i  159.15/1011/1/ni 

i' 

1  Tacuya  flush 

400  gal/day 

Kochler-Dayton 

F.  0.  Box  309 

New  Britain,  Conn.  06050 

Xonvert-A-Head 

Envlro-iMac 

03-701595 

13-702145 

159.15/1013/1/nZ 

159.1S/1013/2A 

■anil  vessel  recircu- 
latlnc  ayatat. 

Lart*  vessnl  plqrBiCAl/ 

eliilrsl  aystB"* 

22  flushes/6  Rsl. 

72  gal/)ir.(15  persons) 
72  gal/lur.US  persons) 

Kavlro-Hac  11 

159.15/10X3/3A 

- 
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MuiK  ununoM  mxcm  cm  inn  m  w  i.s.  eotn  com  m  at  uaUs  i*77 
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HANUrACTUIBB 

ama 

if 

aninaauM 

NUHBEB 

8TST1M 

DCSCBIPTIOM 

CAfian  , 

NMisfiaU  SABltAry,  lac. 

Naclaa  Tollata 

911-M2B 

139.13/1016/4/111 

Snail  vessel  unitized 

8.23  gallons 

130  First  Strest 

912-N28 

139.13/1014/S/llZ 

holding  ays tea 

8.23  gallons 

Ferrysvllla,  Ohio  4AB44 

Taeu-Fluah 

Marina  Sanltatloa 

300  Series 

159.1S/1014/1/II1 

Saall  vessel  -  coaponent 

12-42  gallons 

SystcBs 

AOO  Series 

139.13/1014/2/llX 

arranged  holding  systea 

600  Series 

139.13/1014/3/111 

vacuua  flush  -  low  voliae 

800  Series 

139.13/1014/6/111 

Msrlsnd  Envlronacntal 

Marine  Sanltatloa 

MSS-PT 

!  159.15/1008/1/1 

i 

Large  vessel  physical/ 

2000,  3000,  4 

Syscaas,  Inc. 

Devices 

chcalcal. 

4000  gsl/day  sizes 

P.  0.  Boa  9 

MTT-3 

159.15/1008/2/1 

Large  vessel  unitized 

1000  gsl/day 

Walworth,  Ulsconsla  $3184 

i 

physical/chealeal . 

MTT-4 

139.15/1008/3/1 

Large  vessel  physical/ 

1000  gal/day 

chealcal  systea  for  use 

with  existing  holding 

' 

1 

tanks e 

i 

Mmta  SAiiitAiioH  DEvicn  cuTiriu  by  tub  u.s.  oobst  u  or  n  1977 


PURSUANT  TO  TUB  PROVISIONS  OF  33  CFB  159.13 


MANUPACTUBBt 

DBVICB 

MOOBL 

NUHBEB 

CERTIFICATION 

NUMBEB 

SYSTEM  . 
DBSCBIPTIOH 

CAFACITT 

Microphor,  lae. 

Marlas  Sewage 

M-S 

159.15/1023/1/II 

Saall  vessel  bio- 

2  persons 

P.  0.  Box  490  . 

i  Treataent  Systea 

M-10 

159.13/1023/2/11 

logical  systea. 

3  persons 

Nllllts,  CaUforaU  93490 

M-12 

139.13/1023/3/II 

3  persons 

M-14 

159.15/1025/4/11 

4  persons 

M-50 

159.15/1025/5/II 

Large  vessel  bio- 

25  gal/day(S  persons) 

M-lOO 

159.15/1025/6/11 

logical  systea' for 

50  gal/daydO  persons) 

M-150 

159.15/1025/7/II 

use  with  low-voluae 

75  gal/day (15  persons) 

M-200 

159.1S/1025/8/IL  \ 

flush  toilets. 

-100  gal/day (20  persons) 

M-300 

159.15/1025/9/II 

r»50  gal/dayOO  persons) 

M-500 

159.15/1025/10/11 

^^0  gal/dsy(50  persons) 

H-600 

159.15/1025/17/11 

>~'0  gal/dey(60  persons) 

M-800 

159.15/1025/19/11 

'00  gal/day(80  persons) 

M-1000 

159.15/1025/21/11 

5i70  gal/day(100  persons) 

MC-50 

159.15/1025/11/11  . 

Large  vessel  bio- 

J23  gal/day(5  persons) 

MC-lOO 

159.15/1025/12/11 

logical  systea  for 

t250  gal/day(10  persons) 

MC-ISO 

159.15/1025/13/11 

use  with  conven- 

175  gal/day(15  persons) 

MC-200 

159.15/1025/14/11 

tlonal  toilets. 

300  gal/day<20  persons) 

MC-300 

159.15/1025/13/11 

'50  gal/dayOO  persons) 

MC-500 

159.15/1025/U/ll 

1250  gal/day(50  persons) 

MC-600 

159. 15/1025/ lS/11 

: 

1500  gal/day(60  persons) 

MC-800 

159.15/1025/20/11 

dOQ  gal/day (80  persons) 

MC-IOOO 

159,15/1025/22/U 

1500  gal/day(100  persons) 

\ 

■  i 
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-  *  - - 

MUMSEI 

NUMBER 

OESCRIFTIOH 

• 

St,  Louis  Ship 

Fast 

ISO 

159.15/1003/1/11 

Larga  vassal  fixed 

650  gal/day 

Dlvlsloa  of  FotC  Ind, 

120 

159.15/1003/2/11 

swdia  aerobic  plants. 

360  gal/day 

611  East  Msrceau  Strsat 

ISO 

159.15/1003/3/II 

540  gal/day 

St.  Louis,  Missouri  63111 

2SD 

159.15/1003/4/11 

750  gal/day 

400 

159.15/1003/5/11 

1200  gal/day 

2000 

;  159.15/1003/6/11 

Installed  on  Amy  Corp 

6000  gal/day 

9M 

159.15/1003/7/11 

of  Eng.  Barge  7403 

630  gal/day 

ISM 

1  159.15/1003/8/11 

630  gal/day 

400CS1 

159.15/1003/9/11 

1200  gal/day 

40DS2 

159.15/1003/10/11 

1200  gal/day 

40DS1 

159.15/1003/11/11 

1200  gal/day 

500 

159.15/1003/12/11 

1500  gal/day 

501)4 

159.15/1003/13/11 

1200  gal/day 

8UNS 

1  159.15/1003/14/11-111 

Also  has  recirculating 

2400  gal/day 

■ode. 

Tslko  Klkal  Industrlsd 

Mar Id#  Sawat# 

AP-2 

159.15/1032/1/11 

Large  vessel  aerobic 

20  persons 

209-1  ShlM  Tabus# 

TreatBMit  Systaa 

AP-3 

159.15/1032/2/11 

plant. 

30  persons 

Tabuas  eho  ZuBsge-Ciai 

AP-4 

159.15/1032/3/II 

40  persons 

Taa«uchl  Frsfectura 

AP-S 

159.15/1032/4/11 

50  persons 

Jspas 

AP-6 

159.15/1032/5/11 

75  persons 

CT-1000 

159.15/1032/6AII 

All  CT  Models  are 

1000  gal. 

CT-2000 

159.1S/1032/7A1I 

large  vessel  recircula¬ 

2000  gal. 

CT-3000 

159.15/1032/8A1I 

ting  plants. 

3000  gal. 

CT-4000 

159.15/1032/9AH 

4000  gal. 

CT-5000 

159.15/1032/lOAlI 

5000  gal. 

CT-6000 

159.1S/1032/11A1I 

6000  gal. 

CT-7000 

159.1S/1032/12A11 

7000  gal. 

CT-8000 

159.15/1032/13A1I 

8000  gal. 

CT-9000 

'  159.15/1032/14AH 

9000  gal. 

CT-IOOOO  . 

159.15/1032/15AH 

10000  gal. 
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Thetford-Corporation 
2300  Washtenaw  Avcnua 
Ann  Arbor,  Nichi(an  A8106 


Marine  Sanitation 
Device 


Sea  Farcr 
Fort*  Pottl 
Perta  Potti 
Eiectra  Magic 


159.15/1018/1/1II 

1S9.1S/1018/2/1II 

1S9.1S/1018/1/III 

1S9.15/1018/A/1II 


Small  weasel  onltited 
toilet  and  holding  tanks. 
Saull  vessel  reclrculatir 
toi let . 


Toko  Seiki  Co..  Ltd. 
b>9-13  Meguro-Uosnachl 
MegurO'Ku,  Tokyo 
Japan 


Marine  Sanitation 
System 


AUUU  niscltarge 


AWUU 

No-Discharge 


I59.1S/1042/1/II 

159.15/l(M2/2/U 


Large  vessel  physical/ 
cheailcal  plants. 


1900  liters/hour 
1900  liters/hour 


Ullccx-Crlttenden  Dlvisii 
of  Gulf  A  Uestero  Hig. 
Co. 

P.  0.  Box  1111 
Middletown,  Connecticut 
0<>A97 


Sewage  Holding  Tank. 


159.19/1004/1/111 

159.19/1004/2/111 

159.15/1004/3/I1I 


Small  vessel  holding 

tanks. 


10  gallons 
17  gallons 
25  gallons 


Hilson-Elsan  Internal  ion 
Ldtd. 

Pembroke  House 
44  Hellesby  Road 
Crowden,  Surrey  6R92BV 
United  Kingdom 


Vilson-Elsan  Mark 
IV 


0086 

Flowthrough 


0086 

Recirculating 


159.15/1039/1/II 


159.15/1039/2/III 


Large  vessel  physical, 
chemical  plant  with 
recirculating  mode. 


1800  gal/day(60  per- 


1800  g8l/day(60  per 


Wilson,  Walton 
International 
66  Hudson  Street 
P.  0.  Box  M-890 
Hoboken,  New  Jersey 

07030 


Wilsan-Elsan  Mark  IV  WE-60 

j  Flowthrough 


WE-60 

Recirculating 


159.15/1024/1/II 


159.15/1024/2/III 


Large  vessel  physical/ 
chemical  plant  with 
recirculating  mode. 


1800  gal/day(60  per 
son 

1800  gal/day(60  per 


MABINB  SANITATION  DEVICES  CERTIFIED  BY  THE  U.S.  COAST  Quan  AS  OF  igyag  1977 
PURSUANT  TO  THE  PROVISIONS  OF  33  CFR  199.15 


Wilson  Water  Purification 
Corporation 
2371  Broadi<ay 
Buffalo,  New  York  14212 


Antl-Septle  Sewage 
Disposal  System 


MA-CL-15-600 

MA-CL-25-1000 

MA-CL-50-2000 


CERTIFICATION 


159.15/1034/1/11 

159.15/1034/2/11 

159.15/1034/3/11 


SYSTEM 

DBSCRIFTION 


Large  vessel  filtration  600  gallons/day 

plant.  1000  gallons/dar 

2000  gallons/day 


[FR  Doc.77-a7737  Piled  9-26-77;e:46  am] 
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would  you 
llko  to  know 

if  any  changes  have  been  made  in 
certain  titles  of  the  CODE  OF 
FEDERAL  REGULATIONS  without 
reading  the  Federal  Register  every 
day?  If  so,  you  may  wish  to  subscribe 
to  the  “Cumulative  List  of  CFR 
Sections  Affected,"  the  "Federal 
Register  Index,"  or  both. 

Cumulative  List  of  CFR  Sections  Affected 

$10.00 

per  year 

The  "Cumulative  List  of  CFR  Sections 
•  Affected"  is  designed  to  lead  users  of 

^  the  Code  of  Federal  Regulations  to 

^  ^  amendatory  actions  published  In  the 
Federal  Register,  and  is  issued 
monthly  in  cumulative  form.  Entries 
indicate  the  nature  of  the  changes. 

Federal  Register  Index  $8.00 
per  year 

Indexes  covering  the 
contents  of  the  daily  Federal  Register  are 
issued  monthly,  quarterly,  and  annually. 
Entries  are  carried  primarily  under  the 
names  of  the  issuing  agencies.  Significant 
subjects  are  carried  as  cross-references. 

A  finding  aid  is  included  in  each  publication  which  lists 
Federal  Register  page  numbers  with  the  date  of  publication 

in  the  Federal  Register. 

Note  to  FR  Subscribers:  FR  Indexes  and  the 
Cumulative  List  of  CFR  Sections  Affected"  will  continue 
to  be  mailed  free  of  charge  to  regular  FR  subscribers. 
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Mail  order  form  to: 

Superintendent  of  Documents,  U.S.  Government  Printirtg  Office,  Washington,  D.C.  20402 


There  Is  enclosed  $- 


.for. 


.  subscription(s)  to  the  publications  checked  below: 


_ CUMULATIVE  LIST  OF  CFR  SECTIONS  AFFECTED  ($10.00  a  year  domestic  $12.50  foreign) 

_ FEDERAL  REGISTER  INDEX  ($S.00  a  year  domestic;  $10.00  foreign) 


Nanw . 


Street  Address . 
City _ 


State 


ZIP 


Make  check  pay»ble  to  the  Superintendent  of  Document* 


GPO:  UW-O-58-000 


miiiiiiiiiiiiiiiiiiiiiiinmiiinfiiiii! 


